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towards Truth and sustained by enthusiasm anc faith, in the power of Science.
The beauty of a work of art consists in the harmony and unity of a realised conception.
Thus a Gothic cathedral, by its graceful and harmonious lines, expresses an impulse towards higher spheres; it leans solidly on the earth only in order to soar better towards the heavens.
Such is also the character of Elie Metchnikofi's life-work.